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^ Flash (f) always fires for best pictures. Steady green light indicates flash is ready. If 
green light goes off and camera shuts off, lightly touch shutter button (^g» or close and 
reopen camera to turn flash on. 

Flash-override lets you turn automatic flash off when necessary. Press (©) button 
briefly until Flash Off (®) icon appears. Use Flash-override when shooting through glass 
or when flash is not desirable or permitted. Hold camera steady or use tripod. 

Minimize the "red-eye" effect in your photos. Press (0) button briefly until red-eye 
reduction {<$>) icon appears. Hold camera steady, flash is delayed for one second. Use 
indoors in very low light. 

Be in your own picture! Place camera on flatsurface ortripod. Press (® ) button briefly 
to select self-timer ( ). W ith self-timer selected, press shutter button (^§)). The self- 
timer (£)) and red light next to the lens will blink and camera will time for 12 seconds. To 
cancel self-timer, press ((§)) button again. 
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Argentina 
Polaroid Argentina 
(5411) 4342-9969 

Australia 
Haco Pty Ltd. 
1-800-242-643 (Toll Free) 

Belgique/Belgie 
Polaroid N.V.-S.A. 
027 13 2000 

Brasil 

Polaroid do Brasil Ltda. 
(55-11) 3266 5977 

Canada 

Polaroid Canada Inc. 

1 800 268 6970 

Central America 
Caribbean 
Polaroid CCA 
305 594 1266 

Ceska Republika 
Polaroid Praha 

2 302 4947 

+1 am 

86-2163910099 

Colombia 
Polaroid Colombia 
(517) 482-9268 

Danmark 
Polaroid A/S 
035 258 200 

Deutschland 
Polaroid GmbH 
69 6690 1800 

Espana 

Polaroid (Espana), S.A. 
91 662 5882 

France 

Polaroid (France) S.A. 
015 638 3600 



Hong Kong/#8l 
Polaroid Hong Kong 
852 2894 0371 

Italia 

Polaroid (Italia) S.p.A. 
02 482 37000 

k\ti\± (Service Center) 
Ai#A| yy^F 788-35 
DLH ^9 4# 

*£>S0| = k\ti\± MEi (135-080) 
02 561 0726 

Magyarorszag 
Polaroid Kepviselet 
1 246 2033 

Malaysia 
60 3 7803 9335 

Mexico 

Polaroid de Mexico S.A. de C.V. 
01 800 70 727 77 

Nederland 

Polaroid Nederland B.V. 

020 504 0513 

New Zealand 
HE Perry 
09 303 1479 

0120-412416 

Norge 

Polaroid (Norge) A/S 
023 050 900 

Osterreich 
Polaroid GmbH 
01502 48 5300 

Peru 

(511) 441-3997 
Portugal 

Polaroid (Espana) S.A. 

021 312 2800 



Puerto Rico 
Polaroid Caribbean 
(305) 594-1303 

POCCMfl 

Polaroid 

TAl: 095 725 2700 

Schweiz/Suisse/ 

Svizzera 

01 277 7272 

Singapore 

Polaroid Singapore Pte Ltd 
65 6733 0278 

Suomi 
Polaroid Oy 
9 478 05 00 

Sverige 
Polaroid AB 
08 703 9781 

886 2 2702 8123 
0800 212 426 

Thailand 

66-2-367-1256 

YKpaiHa 

Polaroid 
7-095 725 2700 
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United Kingdom 
Polaroid UK 

FreePhone 0845 606 0657 
U.S.A. 

Polaroid Corporation 
Toll Free 1-800-343-5000 



